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SUBJECT: ENERGY MEETINGS NOVEMBER 22-23, 1973 
REE.: USOECD 28824 

1 . SECRETARIAT REQUESTS THAT EACH DELEGATION TO GWP AND 
ENERGY COMMITTEE NOVEMBER 22-23 HAVE FULLEST POSSIBLE INEORMATION 
REGARDING SHORT-TERM ENERGY-SAVING MEASURES TAKEN IN ITS COUNTRY, 
DRAWN FROM PAST EXPERIENCE OR RELATING TO SUCH MEASURES AS MAY 
HAVE BEEN TAKEN OR ARE CONSIDERED BECAUSE OF THE PRESENT SITUATION, 
AND OE THEIR RESULTS.BROWN 
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